From:  Peterson,  Cynthia 

Location:  Call  in: 

Importance:  Normal 

Subject:  Accepted:  Gold  King  Mine  Press  Call 

Start  Date/Time:  Sat  8/8/2015  9:00:00  PM 

End  Date/Time:  Sat  8/8/2015  1 0:00:00  PM 


Nonresponsive  Conference  Code 


1784886 


ED  000552B  00062447-00001 


